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il'iuvcau of the iHint. 


oci.iasMn^ton, u. o\, January 19, 1894. 


Superintendent Mint O.S., 


Philadelphia, Penna. 


Referring to your letter of November 15, 1893, requesting authority 
to put in furnaces for annealing by gas, I have to state that I have de¬ 
layed action upon the same for the reason that the cost would have ex¬ 
ceeded that of annealing by wood, as at present, but the cost of gas having 
been reduced to one dollar per thousand feet, I am satisfied that the 
cost of using gas for this purpose will not exceed the cost of annealing 
by wood, and would be much more preferable as the strips would be more 

uniformly annealed than at present. 

You are, therefore, authorized to accept the proposition of the 
American Gas Furnace Company to put in two furnaces, at a cost of not 
exceeding $3,000, payment therefor to be made from your appropriation 
for Contingent Expenses. The bid is returned herewith. 


Respectfully yours, 
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Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 

January 19, 1894 

Superintendent Mint U.S., 
Philadelphia, Penna. 

Sir: 


Referring to your letter of November 15, 1893, requesting authority to put in furnaces for 
annealing by gas, I have to state that I have delayed action upon the same for the reason that the 
cost would have exceeded that of annealing by wood, as at present, but the cost of gas having 
been reduced to one dollar per thousand feet, I am satisfied that the cost of using gas for this 
purpose will not exceed the cost of annealing by wood, and would be much more preferable as 
the strips would be more uniformly annealed than at present. 

You are, therefore, authorized to accept the proposition of the American Gas Furnace 
Company to put in two furnaces, at a cost of not exceeding $3,000, payment therefor to be made 
from your appropriation for Contingent Expenses. The bid is returned herewith. 

Respectfully yours, 

R.E. Preston 
Director. 



